May 29, 2003 - An early-morning  jogger saw a cross-shaped object with three big lights that was hovering at a low altitude over Watertown Square in Watertown, Massachusetts. It was estimated to be no more than 30 stories above the ground when it was seen at 4:45 a.m. It emitted beams of light that filtered through the fog and mist. It changed direction, and then silently lifted away. (Source: Peter Davenport, National UFO Reporting Center, Seattle, Washington, May 2003 webpage).

